
Rio Arriba County Detention Center 

(RACDC) POLICY 036: SPECIAL MANAGEMENT 

INMATES 


The Rio Arriba County Detention facility shall maintain practices to ensure the safe, secure, 
and controlled housing of special management inmates. 

Procedure: 

1. Detention officers shall maintain a fifteen-minute watch on all suicidal inmates. 

If deemed necessary a one-on-one supervision will be maintained on suicidal 
inmates. 

2. A daily unit log shall be maintained by all housing logs. The logs shall contain 
the following: 

a. date and time of unit checks 

b. any unusual activities detected 

c. officers present 

d. medication times 

e. meal times 

f. recreation 

g. any other information of activities during the shift 

3. All unit logs shall be reviewed by shift supervisor before being turned in to 
administration. 
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